Faculty of Fine Arts 
Department of Theatre presents 






Uncle Vanya 


by Anton Chekhov 
Translated by John Murrell 





Directed by Terry Donald 


Set: Eric Mongerson 
Costumes: Valerie Kaelin 
Lighting: Lorraine Pouliot 


October 21-30 
No performance Sunday 
Curtain: 8 pm 
Public: $4 
Students & Senior Citizens: $2 
Box-Office: Sales & Reservations: 
Oct. 16, 17, 23, 24, 30 (Sat. - Sun.) 
4:30 pm - 9:00 pm 
Oct. 18-29 (Mon. - Fri.) 
6:00 pm - 9:00 pm 
Telephone: 879-4341 


D.B. Clarke Theatre 
1455 de Maisonneuve Blvd. W. 


CONCORDIA 
UNIVERSITY 





(francais au verso) 


